



















HOW YOU CAN SOLVE 

Material Handling Problems: 

For quotations or information send the data checked in the boxes below 





DECK SIZES: 


Sizes from 1' x 2' up to 20' x 20'. 

Plain deck or roller top for conveyor or sheet feed applications. 
Any size for any purpose. 






HEIGHTS 


Available in most any reasonable applications. 

The “Double X” type shown at left has been in operation for 10 yrs. 
requiring only 12V. battery replacement. 



CAPACITIES: 


Ranges from 100 lbs. to 100,000 lbs. 

We can meet most any custom requirement. 






/ 


PORTABILITY: 


From air flotation to any type of wheel. 
Roller jack or powered wheels. 

Hydraulic or electric. 




POWER: 


Hand, foot or remote control. 

Battery 12 Volt. Electric 110; 220; 440. 
Air — Gasoline — Oil — Water. 


SOLD by: 


RUSHMQRE& WEBER INC. 


WTHAM, N. Y. ' 
PHONE STATE 5-8548 



Specialists in Designing and Building Standard and 
Custom Material Handling Equipment 

Lange-LTft Company 

4722 NORTH 126TH STREET • BUTLER, WISCONSIN 53007 


BULLETIN NO. 700 


LITHO IN U.S.A. 





















